Shecute Mabey nce  COVERER in June 58 


Approved Fae R&leasé 2664/90/86 © CHE RDMASBESsdROCd oobAGOMeF imistically 


calledpt?@’ the first two test launches of the system minus the 


payload 9% Jaactr in November and December 1958, with 
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fixe biomed shots following (with the partial purpose of 


cover for CORONA). The first CORONA with camera payload 


was scheduled for March 1959 .58/ 
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